AA] Annals of Physiotherapy & Occupational Therapy 


ISSN: 2640-2734 
MEDWIN PUBLISHERS 


Committed to Create Value for Researchers 


Comparing the Effects of Mirror Theraphy and Neuromuscular 
Electrical Nerve Stimulation (NMES) in Enhancing the Hand 
Functional Recovery in Patients after Stroke: A Randomized 

Controlled Study 


Basaran PO’, Bolukbasi A? and Basaran T?* 
Hitit University Hospital Coru, Turkey CSSA RTT 
Volume 3 Issue 3 


?Ankara University Ibni Sina Hospital Ankara, Turkey 


Received Date: September 11, 2020 
Published Date: September 30, 2020 
DOI: 10.23880/aphot-16000166 


3Corum Ozel Hastanesi Corum, Turkey 


*Corresponding author: Teoman Basaran, Corum Ozel Hastanesi Corum, Bahcelievler 
mahallesi Bahabey Caddesi 27B block-no: 1319200 Corum, Turkey, Tel: +905359780006; 
Email: Teoman79@yahoo.com 


( ) 
Abstract 


Objective: The purpose of this study was to assess the effectiveness of mirror theraphy and NMES in enhacing the upper 
extremity and hand motor and functional recovery , spasticity, and hand-related functioning and quality of life of patients after 
stroke. 

Design: Randomized, controlled, assessor-blinded, 4-week trial, with follow-up at 6 months. 

Setting: Rehabilitation education and research hospital. 

Participants: A total of 60 inpatients with stroke (mean age 61.45) were randomized into three groups. Mirror (n:20), NMES 
(n:20) and Control(n:20) groups. 

Interventions: All patients received a conventional neuro rehabilitation treatment for 5 days a week, 2-4 hours a day for 4 
weeks. In mirror group thirty minutes of mirror therapy program a day consisting of wrist and finger flexion and extension 
movements and NMES applied in front of a mirror, in NMES group; the mirror was covered than NMES applied and in control 
group neither NMES nor mirror was applied. 

Main Outcome Measures: Brunnstrom motor staging for upper extremity and hand, Modified Ashworth Scale (MAS), 
Functional Independence Measurement (FIM) self-care items of the FIM instrument), Nottingham Health Profile (NHP), Nine 
hole peg test (NHPT), superficial sense, deep sense (two point discrimination, steregnosia, graphestesia, joint position sense). 
Results: After the treatment, Brunnstrom motor stage improved in both mirror and NMES group but after 6 months statistically 
significant improvement was determinant only in mirror group(p:0.032). FIM was improved in three groups after treatment, 
but after 6 months improvement detected only in mirror group (p < 0,05). Spasticity ( MAS), was reduced only in the mirror 
group (p < 0,05). Hand skills ( NHPT) were improved only in mirror group and this improvement continued 6 months after the 
treatment ( p< 0,05). Quality of life was improved in both groups after treatment, but it was more in the mirror group. 
Conclusions: Aplication of NMES in front of a mirror is more effective on upper extremity and hand motor and functional 
development, hand skills and spasticity than NMES and standart theraphies of rehabilitation. This effect continues at 6 months 
after treatment. 
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Abbreviations: NMES: Neuromuscular Electrical Nerve 
Stimulation; MAS: Modified Ashworth Scale; FIM: Functional 
Independence Measurement; NHP: Nottingham Health 
Profile; NHPT: Nine Hole Peg Test. 


Introduction 


Impairment in upper extremity function is one of 
the main causes of disability in patients with post-stroke 
hemiplegia. This impairment is not only affects the daily 
life activities but also affects the patients’ quality of life. One 
of the main objectives in stroke rehabilitation is to acquire 
independence in daily living activities. Because of that hand 
rehabilitation in stroke patients is important for us. 


A number of interventions have been published 
evaluating the effect of various rehabilitation methods in 


improving upper-extremity motor control and functioning, 
such as exercise training of the paretic arm, impairment- 
oriented training of the arm, functional electric stimulation, 
robotic-assisted rehabilitation, and bilateral arm training [1- 
5]. 


Change in somatosensory input has been shown to 
affect cortical organization in healthy subjects and subjects 
with brain injury [6]. Treatment with Neuromuscular 
electrical nerve stimulation (NMES) to the median nerve 
performed during functional magnetic resonance imaging 
(fMRI) in healthy subjects has been shown to activate the 
primary sensory and primary motor regions of the brain in 
the contralateral to the stimulation [7]. More recent studies 
showed that NMES has significant improvement in functional 
activity [8]. 
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Figure 1: Flow diagram for randomized subject assignment in this study. 
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It has been suggested that mirror therapy is a simple, 
inexpensive and, most importantly, patient-directed 
treatment that may improve upper-extremity function. 
The findings from studies which was made by functional 
magnetic resonance supports this theory [9,10]. 


On the other hand there is no systematic study which 
investigates mirror and NMES therapy effects on upper 
extremity functional recovery and quality of life of. The 
purpose of this study was to assess the effectiveness of 
mirror and NMES therapyh in enhacing the upper extremity 
and hand motor and functional recovery, spasticity, and 
hand-related functioning and quality of life of patients after 
stroke and also wether a long term effect at 6 months after 
treatment (Figure 1). 


Methods 


Participants 


This trial included 60 inpatients with hemiparesis after 
stroke (mean age 61,45) from July 2005 to September 2008 
all of whom met the study criteria. Stroke was defined as 
an acute event of cerebrovascular origin causing focal or 
global neurologic dysfunction lasting more than 24 hours,17 
as diagnosed by a neurologist and confirmed by computed 
tomography or magnetic resonance imaging. The protocol 
was approved by the Ankara University Ethics Committee. 


inclusion Criterias 1) had a first episode of unilateral 
stroke with hemiparesis 2)Over the age of 18 3) des not have 
Concomitant non-cerebellar or brainstem lesion 4) have 
stable medical condition 5) were able to understand and 
follow simple verbal instructions 


Exclusion Criterias 1)Had contraindication for electrical 
nerve stimulation application such as pregnancy and 
pacemaker 2) had vision problems prevent to see the mirror 
3) reduction in the affected extremity force with other 
neurological diseases 4) had severe cardiac arrhythmia, 
parkinson’s disease, epileptic seizures 5) had severe 
cognitive disorders 


Study Design 


This trial was planned as a randomized controlled 
assessor-blinded trial. All assessments were performed 
by the same investigator,who was blinded to the treatment 
assignment. Blinding of the patients or physical therapist 
was not possible because of the nature of the treatment. 
Patients were randomly assigned to three groups using a 
computer-generated random number (Figure 1). Blocks were 
numbered, and then a random-number generator program 
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was used to select numbers that established the sequence 
in which blocks were allocated to one or the other group. A 
medical doctor who was blinded to the research protocol and 
was not otherwise involved in the trial operated the random 
number program. 


Intervention 


All patients participated in a conventional stroke 
rehabilitation program, 5 days a week, 1 to 4 hours a day, 
for 4 weeks. The conventional program is patient-specific 
and consists of neurodevelopmental facilitation techniques, 
physiotherapy, occupational therapy. For the same period, 
the mirror group received an additional 30 minutes of mirror 
therapy program. 


in the mirror group, patients were seated close to a 
table on which a mirror (35x35cm) was placed vertically. 
The involved hand was placed behind the mirror and 
the noninvolved hand in front of the mirror. The practice 
consisted of nonparetic-side wrist and finger flexion and 
extension movements while patients looked into the mirror, 
watching the image of their noninvolved hand, thus seeing 
the reflection of the hand movement projected over the 
involved hand. Patients could see only the noninvolved hand 
in the mirror; otherwise, the noninvolved hand was hidden 
from sight. During the session patients were asked to try to do 
the same movements with the paretic hand while they were 
moving the nonparetic hand. After the exercises electrical 
nerve stimulation was applied to the hemiparetic hand for 
30 minutes and patients look into the mirror watching the 
image of their noninvolved hand during stimulation. in the 
NMES group mirror was cover with a cloth exercises and 
NMES continued. The control group performed the same 
exercises for the same duration without mirror and NMES 
application. The same therapist delivered the mirror or sham 
treatment to the patients. 


Main Outcome Measures 


Brunnstrom motor staging for upper extremity 
and hand, Modified Ashworth Scale (MAS), Functional 
Independence Measurement (FIM) self-care items of the FIM 
instrument), Nottingham Health Profile (NHP), Nine hole 
peg test (NHPT), superficial sense, deep sense (two point 
discrimination, steregnosia, graphestesia, joint position 
sense) was measured at 0 months (pretreatment), 4weeks 
(posttreatment), and 6 months (follow-up). Pretreatment 
and posttreatment assessments were performed while 
patients were in the rehabilitation programme in hospital 6 
month assessment were performed after the discharge. All 
patients invited to the hospital by phone. 
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Motor Recovery 


Brunnstrom upper extremity and hand scales was used 
in this trial. Brunnstrom defined 6 sequential stages of motor 
recovery and described how the hemiplegic arm and hand 
progress through these stages as a method for assessing 
recovery [11]. Lowest stage Level I(flaccidity) highest 
stage level VI (all prehensile types under control). Higher 
Brunnstrom scores indicate better motor recovery. 


Spasticity 


The MAS was used to grade the spasticity of the wrist 
flexor muscles. The MAS is a 5-point ordinal rating scale. MAS 
scores range from 0 to 4: a MAS score of 0 represents “no 
increase in muscle tone,” and a score of 4 is “limb rigid in 
flexion or extension’. 


Hand Releated Motor Functioning 


FIM 


in this trial we used the self carepart of FIM. The FIM isa 
composite measure consisting 18 items assessing 6 areas13 . 
Each item is scored on a 7-point Likert scale indicative of the 
amount of assistance required to perform the item. 


Nine Hole Peg Test 


Fine motor function was evalated by Nine Hole Peg Test 
[14]. Patiens were asked to put of and put on 9 pieces of 
roller wood from the board, and time was calculated. 


Quality of Life 


The Quality of Life was assessed by Nottingham Health 
Profile (NHP). Turkish validation of this form was done [15]. 
NHP consists of 38 questions in 6 domains (energy, pain, 
emotional reactions, sleep, social isolation and physical 
mobility). Each domain scores range from 0 to 100. 


Superficial Sense 


Tactile sense was assessed by cotton touch. it was scored 
as normal, abnormal and anesthetic. 


Deep Sense 


Two point discrimination: It was assessed from the third 
finger distal part both anterior and posterior sides [16,17]. 
While the patients eyes were shut, an esthesiometer was 
touched and asked to the patient feel one point or two. Under 
17 milimeters was accepted as normal. 


Steregnosia: Patients with their eyes closed asked to 
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recognise the items put on their hands. 12 items on different 
sizes and shapes are used for this evaluation( bottle cap, 
box, cotton, eraser, pen, Key, screwdriver, screw, coin, spoon, 
safety pin, clock) [18]. 


Graphestesia: Patients with their eyes closed asked to 
recognise the letter written on their hand. it was recorded as 
normal or abnormal [16,17]. 


Joint position sense: Proprioceptive sense was evaluated in 
this trial. Patients with their eyes closed asked to recognise 
the thumb position of hand and feet. it was recorded as normal 
or abnormal. 


Statistical Analysis 


The statistical evaluation of data “SPSS 11.5 Statistical 
Programme” was used. Chi-square test was used for 
categorical data. Cochran q test was used if there is a 
statistically significant difference between the pretreatment 
and after treatment results in each group itself. Kruskall 
Wallis Analysis of Variance was used between groups of 
treatment effectiveness. If there is a statistically significant 
difference between groups Mann Whitney U Test was used 
to in order to determine the difference. Significance was set 
at .05. 


Results 


Demographic and clinical characteristics of the 3 
groups are presented in Table 1. Demographic and clinical 
characteristics of baseline comparisions did not differ 
between groups except time since stroke. In control group 
patients are mostly in subacute stage but in mirror and 
NMES group patients are mostly in acute stage. After the 
treatment, Brunnstrom motor stage for hand and upper 
extremity improved in both mirror and NMES group but 
after 6 months statistically significant improvement was 
determinant only in mirror group (Table 2). FIM was 
improved in three groups after treatment, but after 6 months 
improvement detected only in mirror group (p < 0,05). 
Spasticity ( MAS), was reduced only in the mirror group (p 
< 0,05). At the pretreatment evaluation of nine hole peg test 
(NHPT) were applied 8 patients in Mirror group, 4 in NMES 
group, 7 in control group. Other patients can not hold the 
board. At the 1. Month 3 more patients from mirror group, 
2 more from NMES group could completed the test. Same 
patients completed the NHPT at the 6. Month evaluation. 
NHP Test duration improved only in mirror group and this 
improvement continued 6 months after the treatment ( p< 
0,05). Quality of life (NHP) was improved in all groups after 
treatment, but it was more in the mirror group. Baseline, 
1.month and 6. Month comparisions did not differ between 
groups for evaluations of superficial sense and deep sense 
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(two point discrimination, steregnosia, graphestesia, joint 
position sense). In patients with disorders about these 
parameters: disorders continued after treatment. Except two 


point discrimination sense we can not state an improvement 
after treatment but it was statistically unsignificant. 


Mirror+NMES (n=20) NMES (n=20) Control (n=20) p 

Age(year) mean+SD 6149.17 60.35+10.28 6349.42 0.123 
Time since stroke (month)mean+SD 13.35+48.25 4.254+7.17 10.4+7.54 *0.033 
Sex (%) Woman/Man 45/65 45/65 40/60 0.934 
Paralayzed Side R/L 60/40 55/45 55/45 0.934 
Etiology(%) Isc/Heam 90/10 95/5 85/15 0.362 
Dominant side (%)R/L 95/5 100/0 100/0 0.362 
Brunnstron stage(Hand) 3.00+1.65 2.3041.65 3.0042.07 0.282 
Brunnstron stage (UE) 3.15+1.66 2.45+1.79 3.2542.12 0.294 
FIM self care 18.40+8.11 16.45+8.91 19.90412.34 0.655 

MAS elbow flexor 1.1541.22 0.85+1.08 0.9541.31 0.72 
MAS wrist and hand flexor 1.25 41.20 0.95+1.09 0.85+1.30 0.885 


Table 1: Demographic Characteristics of the Mirror, NMES and Control Groups and Baseline Measurements. 
Egitim meslek lezyon bolgesi yuzeyel duyu derin duyu yazmaya gerek var mi cok yer tutuyor**** 


Brunnstrom Motor Scales Mirror+NMES (n=20) NMES (n=20) Control (n=20) 
UE 0.month Mean+SD 3.15+1.66 2.4541.79 3.2542.12 
UE 1.month Mean+SD 4.10+1.55 3.1041.94 3.3042.17 
UE 6.month Mean+SD 4.55+1.53 3.1541.95 3.35+2.15 

p *0.000 *0.000 0.472 
Hand 0.month Mean+SD 3.0041.65 2.3041.65 3.0042.07 
UE 1.month Mean+SD 3.95+1.76 2.8541.81 3.15+2.15 
UE 6.month Mean+SD 4.30+1.55 2.8541.81 3.2042.11 
p *.000 *000 0.115 


Table 2: Comparing Brunnstrom UE scales at pretreatment ,1.month and 6. Month after treatment in groups. 


Discussions 


This study shows that mirror therapy and NMES in 
addition to a conventional rehabilitation program was more 
beneficial in terms of motor recovery and hand-related 
functioning than a similar treatment without mirroring or 
NMES. The beneficial effect on hand functioning started at 
posttreatment in mirror and NMES group but continued 
during the 6-month follow-up evaluation only in the mirror 
group. However, spasticity was decreased only in mirror 
group and this was continued during the 6-month follow-up 
evaluation . 


Hemiparesis due to stroke is one of the most common 
neurological problems all over the world. As a result of 
advances in acute treatment of stroke, the number of patients 
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living after stroke is increasing rapidly for this reason the 
number of patients in need of rehabilitation is increased. 
But there is no consensus about the effectiveness of the 
treatment options. 


Several underlying mechanisms for the effect of mirror 
therapy on motor recovery after stroke have been proposed. 
For example, Altschuler, et al. [19] suggested that the 
mirror illusion of a normal movement of the affected hand 
may substitute for decreased proprioceptive information, 
thereby helping to recruit the premotor cortex and assisting 
rehabilitation through an intimate connection between visual 
input and premotor areas. Stevens, et al. [20] suggested that 
mirror therapy related to motor imagery and that the mirror 
creates visual feedback of successful performance of the 
imagined action with the impaired limb. Mirror theraphy 
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thought to trigger neuronal connectivity in the motor cortex 
about the motor imaginary area. Findings obtained from 
studies with functional magnetic resonance is support this 
theory [21,22]. 


Treatment with Neuromuscular electrical nerve 
stimulation (NMES) has been shown to activate the primary 
sensory and primary motor regions of the brain in the 
contralateral to the stimulation [7,23]. More recent studies 
[24] purpose that NMES has provides the motor facilitation 
and reeducation in brain activities. Mirjana, et al. [25] upper 
extremity functions improved with NMES therapy and he 
suggested that his improvement may be depending on the 
effect of NMES on brain plasticity. Our results are similar 
with Mirjana and we suppose that mirror and NMES therapy 
improves hand and upper extremity functions by improving 
brain plasticity. 


Study Limitations 


Acute subacute and chronic hemiplegic patients 
involved to this study. If times since stroke is smilar between 
groups the results would be more accurate to generalize. We 
have a small sample size . We need more studies on large 
populations. 


Conclusion 


In our group of stroke patients, hand function improved 
more after mirror therapy and NMES theraphy in addition 
to a conventional rehabilitation program compared with 
a control treatment directly after 4 weeks of treatment 
whereas improvement continued only with mirror theraphy 
at the 6-month follow-up. Spasticity was decreased only with 
mirror theraphy.Quality of life of patients was improved in 
patients but it was more with mirror theraphy. These results 
show that combined mirror and NMES theraphy could be 
effective at restoring motor function poststroke and that 
it has potentiel use during the rehabilitation of poststroke 
patients. 
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